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ORIGIN AF-06 

INFO OCT-01 ISO-OO SS-15 PM-03 SP-02 L-02 CIAE-00 INR-07 

NSAE-00 NSC-05 EUR- 12 SSO-OO NSCE-00 INRE-00 /053 R 

DRAFTED BY ETF : RSB ARRETT : CRJ 
APPROVED BY ETF:RSBARRETT 
OSD-GC:MR. KONAN (SUBS) 

NAVY:CDMR. HAWKINS 
ISA/AFR REGION: COL. SIGLER 
L/AF:MR. SCHMITZ 
S/S- REWOODS 

046129 

O P 150039Z FEB 75 

FM SECSTATE WASHDC 

TO AMEMBASSY ADDIS ABABA IMMEDIATE 

AMCONSUL ASMARA 

INFO USCINCEUR PRIORITY 

CINCUSNAVEUR PRIORITY 

SECDEF PRIORITY 

COMN A VTELCOM PRIORITY 

CNO 

COMNAVSTA NEA MAKRI 

CONFIDENTIAL STATE 035132 

E.O. 11652: GDS 

TAGS: PINS. PINT, PFOR, ET, US 

SUBJECT: ELECTRICITY FROM KAGNEW FOR ASMARA CITY 

REFS: STATE 034086 AND ADDIS 1844 

1. THERE FOLLOWS TEXT OF NOTE TO FOREIGN MINISTRY ON 
THIS SUBJECT CONCURRED IN BY STATE AND DOD LAWYERS: 

2. "(COMPLEMENTARY OPENING)... AND HAS THE HONOR TO REFER 
TO THE MINISTRY'S NOTE NO. 8194:62/83 OF FEBRUARY 14, 1975, 
CONCERNING THE REQUEST MADE OF THE AMERICAN NAVAL COMMUNI- 
CATIONS FACILITY AT KAGNEW BY THE ETHIOPIAN LIGHT AND POWER 
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AUTHORITY (ELPA) TO BUY ELECTRICITY FOR THE CITY OF ASMARA. 
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"FOR HUMANITARIAN REASONS, THE UNITED STATES IS PREPARED 
ON A TEMPORARY BASIS TO SELL EXCESS ELECTRICAL POWER TO THE 
EPLA PROVIDED THE ETHIOPIAN PROVISIONAL MILITARY GOVERN- 
MENT GUARANTEES THAT THE UNITED STATES GOVERNMENT WILL BE 
FULLY REIMBURSED FOR ALL COSTS OF UTILITIES FURNISHED AND 
ANY ASSOCIATED SERVICES RENDERED. THE TERMS AND MANNER 
OF SUCH REIMBURSEMENT SHALL BE THE SUBIECT OF A SEPARATE 
AGREEMENT. THE UNITED STATES IS PREPARED TO BEGIN THE 
FURNISHING OF EXCESS ELECTRICAL POWER UPON RECEIPT OF 
THIS GUARANTEE AND THE COMPLETION BY EPMG OR ELPA OF THE 
REQUIRED ADMINISTRATIVE AND TECHNICAL MEASURES. (COMPLI 

MENTARY CLOSE) END QUOTE. INGERSOLL 
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